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ODP-81-216 
13 February 1981 


MEMORANDUM FOR: Deputy Director for Applications, ODP 
OF ADP Control Officer 
Engineering Division, ODP 
STA 


olic Group, ODP 


SUBJECT > Excess ADP Equipment 


1. The attached Property furn-In Document (Form 1707) 
Lists ADP equipment excess to an office's needs. If your 
component has a requirement for any of the equipment, please 
forward a Speed Letter to ODP Management Staff, Attn: 

STAT C_] Room 2b0105, Headquarters by 25 Februar 1981. The 
Speed Letter should {include the following Information from 
the Form 1707: 


Turn-In No. (Document Control No.);7 _ 
Item No.; 

Nomenclature; and 

A statement of the requirement. 


2. Any technical questions about the equipment should 
be addressed directly to the contact named on the form. If 


you have any questions concerning the reas nt of this 
equipment, please feel free to call me on STAT 


| ou 


Att: Form 1707; No.: 6061-61042-501 


STAT ODP/MS/RIW:3GS] ___|13Feb81) (excess-adp) 
DISTRIBUTION: 
ORIGINAL & l - ADDRESSEE 
2 - 0/D/ODP 
1 - MS CHRONO 
2 - ODP REGISTRY 
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